AIR VIEWOF GOVERNMENT CENTER, 
BOSTON, MASSACHUSETTS, SHOW- 
ING JOHN F. KENNEDY BUILDING, 
ONE CENTER PLAZA, NEW STATE 
OFFICE BUILDING, AND MASSACHU- 
SETTS GENERAL HOSPITAL. 
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COLOR BY MIKE ROBERTS 
BERKELEY, CALIF. 94710 
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